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u»»vi 1® a memorandum to me from Ba3.ph res re-work of 
g^Stem Ho. 1, with Block Diagr«a of this system. 

1 spuraoiate your wiw of Ralph** recommendation 

jwuTSweauwt oowamt®. In the event the proposed rework 
act involve consideration® of which we are not aware, you are 
fcafaty au tho rised to ra-work a pair of amplifiers and to taa a 
%vtaa Ho. 1 with thia modification to determine whether or not 
anticipated improved performance will result. Should you need 
SS tf iS^r Si. purpose y<m «. wtbcrU.d to draw 


rtrv i ror bsubb — or * w*** — — — - * 

fro» hie atoeka. If considerations aatat of which we should be 
Ki^ra beftore your att acting this ra-work, plaase discuss them 
with Ralph or Jim. 

iftsar test of thia modification, and if the tests are successful, 
discussion will take plana as to which Systems So. 1 are to ba 
■Pdf fieri. 

Thanks 


George 


Attachments 

Memo to Contracting Officer 

from Ralph, with Block Diagram. 


SVPC/DCIsCFK/eam (12/17/56) 


Distributions 
Orig - Burt 

2 - I 

3 - 

4 - 


IA-1Q1 - Corres. 


5 - Project Uonmo. 

6 - Ope. 

7 - Materiel 

8 - Chrono 
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